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E.O. 11652: N/A 


Message Text 


TAGS: EQIP, SP 

SUBJECT: REQUEST FOR INFORMATION ON WIRELESS INTERPRETATION 
SYSTEMS SALES 


REFERENCE: 5/22 LETTER FROM ABREISKY 


1 . COMPANIES WHICH HANDLE SIMULTANEOUS INTERPRETING 
EQUIPMENT ARE LISTED BELOW: A) DIS CONGRESS SERVICE, 
KNABROSTRAEDE, 3DK 1210, COPENHAGEN, K, DENMARK; B) 

PHILLIPS HOLLAND; C) A SMALL PORTABLE SYSTEM USED BY THE 
INTER AMERICAN DEFENSE COLLEGE IS A TRANSMITTER SOLD BY: 
VEGA ELECTRONICS, 3000 WEST WARNER, SANTA ANNA, CALIFORNIA. 
92704, (TELE: 714-540-0222). 

2. THE VEGA SYSTEM IS OPERATED ON ONE FREQUENCY IN THE 
AREA OF 150 MHZ AND COSTS APPROXIMATELY $500.00. THE 
TRANSMITTER CAN BE USED WITH A RECEIVER MODEL PRO-4A 
(FOUR CHANNEL, APPROXIMATELY $100.00 EACH) SOLD BY RADIO 
SHACK, A TANDY CORPORATION SUBSIDIARY. THE WASHINGTON 
DISTRICT OFFICE IS: 1600 ROCKVILLE PIKE, ROCKVILLE, MD, 

20852, (TELE: 301-468-2063). CHRISTOPHER 
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